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1. MATERIAL: STAINLESS STEEL AMS5517 18 SWG (1.2mm). : 


ALTERNATIVE GRADE $524 18 SWG (1.2mm) 


2. REMOVE ALL BURRS AND SHARP EDGES. 


3. FINISH: NATURAL 
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